January 2, 2025 


Greetings, 


In the late 1970s and/or early 1980s | created a family tree. The information was 
derived from my Great Grandmother Mary Gaglione, my Great Aunt Carrie Ptacek, 
with comments from my Great Uncle Dod Ptacek (enclosure (Enc.) 1). 


Since that time many documents and information have become available online via 
the Internet. This letter is then a furtherance of the family tree and family history. 
Read this letter first; it refers to the rest of the material (enclosures) in this 
envelope which have been numbered accordingly. All of the enclosures are in 
numerical order. The last enclosure is the newly updated family tree (Enc. 40). 


There are spelling variants for names, especially in the census records. 


Gagliones 
Avella is an ancient town of currently 7,000 people situated at the foot of the Avella 


Mountains about 20-25 miles from Naples, Italy, northeast of Mt. Vesuvius (Enc. 2). 


According to the 1910 census Nicola Gaglione married Maria Carmen Abate in 1881 
(Enc. 3). The 1910 census states their son Sebastian Gaglione immigrated to 
America in 1902 at the age of 20. His brother Tubio Gaglione immigrated to America 
in 1904 at the age of 15 along with his brother Dominic who was age 18 at the time. 
Nicola himself immigrated in 1905 at the age of 47. He was scheduled to leave Italy 
May 25, 1905 aboard the S.S. Gallia, but his name was crossed out on the manifest 
(Encl. 4). Nicola left a couple weeks later on June 10" aboard the S.S. Algeria on his 
way to see his son Sebastian who was at that time living on Mulberry Street in 
N.Y.C. (Enc. 5) Family members seemed to go back and forth between the U.S. and 
Italy. Brothers, Sebastiano and Tubia Gaglione from Avella sailed from Italy in May 
1906 aboard the S.S. Napoli; they are joining their father Nicola in the U.S. who is 
now living at 64 George St. Notice the brothers are travelling with other young 
people from Avella, including 25-year-old Guiseppe Abate--perhaps a relative of 
Maria Carmen Abate--who is on his way to join a cousin in Newark (Enc. 6). 
Sebastiano and Tubia Gaglione’s mother, Maria Carmen Abate, immigrated to the 
US in 1909 at the age of 46. She left behind her daughter Brigida in Avella to join 
her husband Nicola in Englewood, N.J. (Enc. 7) 


On the 1910 US census all members of the family except Brigida are living in 
Englewood, N.J. Nicola and Maria are living at 86 Van Brunt St. in Englewood with 
their 21-year-old son Tubio, 5 boarders, and Nicola’s brother, 47-year-old Salvador. 


Note one of the boarders is a 60-year-old Charles Sacchi. Nicola and Tubio Gaglione 
are employed as street/road laborers. Tubio’s brother Dominic is a laborer of odd 
jobs living around the corner at 76 William Street. Tubio’s brother Sebastianio is a 
laborer of odd jobs living at 437 Humphrey St in Englewood. 


In 1913 Nicola Gaglione again arrives at Ellis Island in New York City from Palermo, 
Sicily aboard the S.S. Polonia. His departure contact (in Italy) is his wife Maria, and 
his arrival contact (in the US) is his son Domenico (Enc. 8). Later in the year Maria 

arrived at Ellis Island. Her departure contact was her daughter Brigida Gaglione (in 
Italy), and her arrival contact was her husband Nicola Gaglione (Enc. 9). No further 
records have been found for Maria Carmen Abate (b. 1863) and Nicola Gaglione (b. 
1858). 


According to the 1930 census Tubia Gaglione married Mary Di Palma in 1910. The 
1930 census records Tubio and Mary had immigrated to the US in 1906. On the 
1915 N.J. state census Tubio and Mary Gaglione are renting a house at 28 West St. 
in Englewood, N.J. (Enc. 10). He is employed as a gardener. Tubio and Mary had 4 
children: Nicholas born February, 1913; Ann Marie born 26 August, 1914; Carmella 
Mildred was born 27 September 1915; Sebastian Vincent was born 18 April 1918. 
(Enc. 11) is Tubio’s WW | Draft Registration card; it lists his employer, his place of 
employment, and gives a general physical description of Tubio for the year 1917. 
On the 1920 census Tubio is a Chaffeur and the Gagliones now own their house. On 
the 1930 census Tubio is the proprietor of a Taxi company and his son, 17-year-old 
Nicholas, is a Taxi driver; they live at 28 West St. in Englewood. (Enc. 12) is Tubio’s 
WWII registration card. 


Mary’s brother Vincenzo Di Palma immigrated to the U.S. in 1903, and married 
Carmella Ferraro in 1906. The documents in (Enc. 18) ID this Vincenzo DiPalma from 
other Vincent DiPalmas of that time period. Vincenzo and Carmella’s first son was 
named Baldassare [Benjamin] (Enc. 19). Note in that enclosure (#19) both parents 
are from Vico Equense (Enc. 20)(See also map in Enc. 2), which is in the Greater 
Bay of Naples metropolitan area nearby to the Island of Capri and the ruins of 
Pompeii. In 1903 a Vincenzo DiPalma from Vico Esquene arrived in New York aboard 
the S.S. California; his American contact was his brother Pasquale (Enc. 21). In 
1910, Vincenzo is a helper at a barbershop, and the family is living on 1* Ave. in 
Manhattan. On the 1925 N.Y. state census this large family is listed as living on 2" 
Ave. On the 1930 federal census the family is living in Queens, and Vincenzo owns 
his own barbershop. The family is back in Manhattan in 1940. Vincenzo DiPalma was 
buried in the Bronx. 


Tubio’s brother Sebastiano married Anna (Nanina) in 1907. Over the years they 
lived alternately on Jay St. and Humphrey St. in Englewood. Sebastian was 
employed during his lifetime to a Harvard and Columbia Law School educated N.Y. 
lawyer (office at 120 Broadway, Manhattan), F.S. Duncan, who resided at 311 
Walnut St. in Englewood (Encl. 13 Sebastian’s draft registration’s cards). (Enc. 14) is 
a 1908 American Home and Gardens’ article about the house F.S. Duncan built, 
along with a current picture of the house; This was Sebastian’s place of 
employment. 


Tubio’s brother Domenico married Johnavina (Jennie (Giovannina)) in 1908. The 
1910 census states Jennie immigrated to the U.S. in 1907. 11 May 1908 the young 
couple arrived in New York from the Port of Napoli aboard the Duca Degle Abruzzi 
(Enc. 15). By 1917 the young family had moved to Bethlehem, Pa.; Sebastian is 
employed as a gardener (Enc. 16). Tragedy strikes this young family in November, 
1918. On Nov. 6 Jennie gave birth to a stillborn child. On Nov. 14 the couple lost 
their one-year-old child Nicholas to the Spanish Flu then raging across the world 
(Enc. 17). The 1920 census has gardener Sebastian residing in Bethlehem; the 1930 
census has the family of Dominick and Jennie Gaglione renting a place from his 
brother Tubio at 28 West St. in Englewood. He is now a mason. DomenicK’s 1942 
WWII draft registration card has him living at 122 West St. 


There are other Gagliones living in Englewood during these times. It is not clear how 
or if they are related. The 1915 NJ state census records a 32-year-old gardener 
Amadio Gaglione living at 95 William St. with his 28-year-old wife Annonzziata nee 
Maietta and 2-year-old Phillip Gaglione; Amadio immigrated to the US in 1898. At 
109 % William St. in 1915 there is a 33-year-old laborer Morris (Murray) Gaglione 
living with his wife 29-year-old Nunziatti (Nancy) and 2-year-old Falamania; Morris 
immigrated to the US in 1903. The 1920 federal census records a 42-year-old 
gardener Antonio Gaglione living with his wife 44-year-old wife Michelina and their 6 
sons and one daughter at 16 Lafayette Ave; Antonio immigrated to the US in 1909. 


As earlier mentioned, Tubio’s son Nicholas is a 17-year-old taxi driver on the 1930 
US census. Tubio’s brother Sebastian has a 21-year-old son also named Nicholas 
Gaglione at the time of the 1930 census, and also living in Englewood, and this 
Nicholas is a chauffeur for a taxi company. So it is not clear which Nicholas Gaglione 
from Englewood is listed in the 1931 Hackensack city directory (Enc. 22). But it is 
here noted that in 1920 there is an 8-year-old Helen Ptacek in the Little Ferry, N.J. 
household of William Ptacek. However, on the 1930 US census she is not living 
there. But there is an 18-year-old “Ellen” Ptacek living at the 407 River St. 
Hackensack home of Joseph and Christine Harned. “Ellen” is listed as being their 
Nursemaid though there are no children recorded living at this residence in 1930. 
Joseph Harned is a realtor (Enc. 23). 


Ptacek 

Helen Ptacek was the daughter of William (Vaclav) Ptacek. Vaclav was born in Try 
Dvory, Bohemia. Try Dvory translates loosely into English, The Three Courts. It is 

said to be founded by three knights who in the 14" century, built their courtyards 
next door to one another; it currently has less than a 1,000 inhabitants (Enc. 24). 


There were just too many Frank Ptaceks to identify which one belonged to this 
Ptacek family. Just like the Gagliones, members of the Ptacek family immigrated to 
America at different times. William’s older brother Vincent was one of the earliest of 
his family to immigrate to America, arriving June 10, 1884, being only 15-years-old. 
He was born in Morasice, Bohemia. He married Anne Hejduk on June 17, 1888, in 
Manhattan. In 1900 the family is living on Courtland Ave. in the Bronx. Vincent is 
employed as a Brass Finisher on the 1900 census; he is a Brass Turner on the 1910 
census. Vincent Ptacek died in 1920 at the age of 51 and is buried at the Woodlawn 
Cemetery in the Bronx (Enc. 25 >> Records of Vincent Ptacek). 


William’s older brother Joseph immigrated to America in 1888. In 1892 he married 
Marie Kochova in Manhattan (Enc. 26). Joseph is a blacksmith by trade. 1900 finds 
this large family living on Woolsey Ave. in Queens. On the 1910 census they are 
recorded as residing on 1736 Taylor Ave. in the Bronx. One of his children is Lillie 
who was born about 1903. | stumbled across this old 1919 N.Y. Times article about 
an accidental shooting involving 16-year-old Lillie Ptacek (Enc. 39). Lillie would be a 
1% cousin of Helen Ptacek Gaglione (1914-1970). 


William’s younger sister Mary Ptacek immigrated to the U.S. in 1890. In 1894 she 
married Bohumil Bejsovec in Manhattan (Enc. 27). Bohumil is a coppersmith by 
trade. In 1900 the young couple are living at 1365 First Ave. in Manhattan with their 
3-year-old son Emil and their 2-year-old daughter Mary (Enc. 28). Also living with 
Bohumil is his 26-year-old brother-in-law Vaclav (William) Ptacek. Vaclav’s 
occupation is blacksmith. Vaclav had immigrated to America in 1892. This census 
was taken June 8, 1900. Later on in the year, on the 21* of October, Vaclav married 
Bertha Kohout in Manhattan (Enc. 29). There are lots of spelling variations in the 
records. This record states Beatrix (Bertha) is from Kanky, but there is no Kanky in 
Bohemia. The scanner probably read the original document wrong. There is a Kant, 
Bohemia, where they have mined silver from the 14" century until 1991 (Enc. 30). 
Kant is so small that | didn’t find much information, so | included information on the 
nearby mining town of Kutna Hora (Enc. 31). Kank and Try Dvory are only roughly 5 
miles apart from each other on opposite sides of the River Elbe. The Bejsovecs 
eventually move to Brooklyn. 


There are other Ptaceks living in New York City in 1900. 


William (Vaclav) and Bertha Ptacek had 4 children, and resided in Little Ferry, NJ. 
Their oldest son Charlie was born in 1902. He fell in a well and died at a young age. 
Aldrich [Oldrich] was born 22 Nov 1904. Bertha was born in 1906. Carolina (Carrie) 
was born 10 Nov 1908. At some point Bertha Kohout Ptacek died. Her sister Marie 
Kohout left her residence in Kauk [Kant], Bohemia, departing Bremen, Germany and 
arriving at Ellis Island 19 Dec. 1909 aboard the S.S. Zeiten (Enc. 32). Little Falls, 
N.Y. is outside Utica, N.Y., and it is believed to be a mistake in the record; her final 
destination entry should read Little Ferry, N.J. Widower 35-year-old Vaclav Ptacek 
married 28-year-old Marie Kohoutova in Manhattan on the 3" of January, 1910 (Enc. 
33). On 1910 US census Wenzel (Vaclav (William Joseph) is a contractor in the 
trucking industry. William and Marie had one child, Helen Ptacek, born 5 March 
1914. The 1915 state census finds the family living on Redneck Ave. in Little Ferry, 
N.J. (Enc. 34). William is listed as a farmer. His WWI draft registration card list him 
as a laborer with the Peckham Construction Co (Enc. 35) 


On the 1920 federal census 45-year-old widower William Ptacek is a laborer in the 
railroad industry. The family is living on Washington Ave. in Little Ferry. 15-year-old 
Oldrich is a bolter at a mill. The 1930 census finds William Ptacek is retired (Enc. 
36). 25-year-old Aldrich is a chauffeur in the bleaching industry, 23-year-old Bertha 
Ptacek is a packer in a soap factory, and 21-year-old Carrie is a machine operator at 
a shop. On the 1940 census William is the owner of a farm. Oldrich is a chauffeur in 
the truck industry, Bertha is labeler at a meat packaging plant, and Carrie is a press 
operator in a soap factory (Enc. 37) 


In 1940 26-year-old Nicholas Gaglione and his 25-year-old wife Helen Ptacek 
Gaglione are living at 29 Bennett Rd. in Englewood with their 6-year-old son Donald 
(Enc. 38). There are 3 households at this domicile including the household of the 
owner Jennie Shirk, to whom the Gagliones are paying a monthly rent of $32. 
Nicholas is employed as a chauffeur for a private family. He is paying a total yearly 
rent of $384 on an annual income of $1500. 


The last enclosure is (Enc. 40): the updated family tree. 


RAL 


Randy Lackovic 
Grandson of Nicholas Gaglione (1913-1967) and Helen Ptacek Gaglione (1914-1970) 


